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WORK ORDRR REQUHST 


~ 25X1A5a1 
ITEM PART NUMBER _ UNIT _QTy 
1. S=621L ( 1 for «19 and 1 for =20) EA 2 
2. 56470 ( for -164) PR 1 


LITELIA ATLAS wastrtm S/S SPST IS SSIS IH 


NOTE: FOR REPATR AND RETURN 
CONTRACT: CH="M-4A, 


VORK ORDER NUMBER: DCC-60-4-20-2) 


- VOUCHER NO, f00- 1750044 _ 
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